25X1 


Approved For Release 200F RET: CIA-RDP81B00879R001000020029-2 
asd ~~ 


cac-03-60 
2h March 1960 


Request excess liatings be screened to determine the availability 
Sg-tee Gcriwrene sear v2 ta nic iy aa ees See 
Comecticut, ea OFZ. 

A« DoA11 Model #26883 Band Saw (3) DoAL] Diamond Bates $12,441.00 

B. Mitiing machine: Cinvinnati Pip, b2" table, 26° feed 3,085.00 


CG. 18” Verum Systen: Kinney #2-2 modified with (1) 
KC~15 pus, (1) KDB-65 pomp and glow discharge unit 6,700.00 


D. (3) extra Kinney 16" bell Jars 450.00 
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